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55 

ORIGIN COME-OO 

INFO OCT-01 EA-10 ISO-OO EB-07 /018 R 

66618 

DRAFTED BY COM/BIC/OED/MEPD/LENGLESON/LW 
APPROVED BY EB/OCA/REP/BEBYRON 
COM/BIC/OED/MEPD/JMSANDS 
EA/K/HNEWSON(INFO) 

058587 

P 062111Z MAR 75 

FM SECSTATE WASHDC 

TO AMEMBASSY SEOUL PRIORITY 

UNCLAS STATE 050644 

E.O. 11652: NA 
TAGS: BEXP, KS 

SUBJ: HOSPITAL EQUIPPING PROJECT FOR SEOUL 
NATIONAL UNIVERSITY HOSPITAL 

1. MAJOR EXPORT PROJECTS DIVISION HAS BEEN REQUESTED BY 
AMERICAN HEALTH FACILITIES INTERNATIONAL, A SUBSIDIARY OF 
AMERICAN HOSPITAL SUPPLY CORPORATION, TO ADVISE THE 
EMBASSY OF THEIR INTEREST AND QUALIFICATIONS TO 
SUCCESSFULLY CARRY OUT REQUIREMENTS OF SUBJECT PROJECT. 
AHFI ALSO ASKED THAT EMBASSY PASS ON TO DR. HONG KI KIM. 
DIRECTOR OF SEOUL NATIONAL UNIVERSITY HOSPITAL, 28 YUN 
GUN-DONG CHONGRO-KU, MEPD'S CONFIDENCE IN THE 
CAPABILITIES OF AHFI. 

2. AHFI QUALIFICATIONS ARE WELL KNOWN TO MEPD AND COMPANY 
IS RESPECTED IN THEIR FIELDS OF ENDEAVOR. THEIR 
REPUTATION AS AN UPSTANDING COMPANY HAS RESULTED IN 
SUCCESSFUL PARTICIPATION IN COMPETITIVE DIBBING FOR 
INTERNATIONAL HOSPITAL PROJECTS. 

3. MEPD AND AHFI WILL APPRECIATE EMBASSY ADVISING 
DR. HONG KI KIM OF ABOVE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE050644 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/LENGLESON/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750079-0484 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750375/aaaacppb.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2003 by BalzMJ>; APPROVED <25 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL EQUIPPING PROJECT FOR SEOUL NATIONAL UNIVERSITY HOSPITAL 
TAGS: BEXP, KS 
To: SEOUL 
Type: TE 
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